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Message Text 


UNCLASSIFIED 

PAGE 01 MILAN 01709 171621Z 
60 

ACTION HEW-06 

INFO OCT-01 EUR-12 ISO-00 OES-05 EB-07 COME-00 /031 W 

006203 

R 171407Z SEP 75 
FM AMCONSUL MILAN 
TO SECSTATE WASHDC 4241 
AMEMBASSY ROME 

UNCLAS MILAN 1709 

FROM MILAN TRADE CENTER 

E.O. 11652: N/A 

TAGS: ETRD, OGEN, TBIO, IT 

SUBJECT: FDA ADVISORY - DEFECTIVE HEART VALVES 
REE STATE 205330 

1. AS REQUESTED BY REFTEL CONSULATE GENERAL CONTACTED MRS. 
SANTAMBROGIO, MANAGER OF BOSA OF MILAN REGARDING THIS EDA 
ADVISORY. SHE INFORMED US THAT P. BARENZANO OF MILAN, 

MENTIONED IN REETEL IS THEIR FREIGHT FORWARDER AND THAT 
ALL VALVES WHOSE SERIAL NUMBERS ARE LISTED UNDER THIS NAME 
HAVE BEEN DELIVERED BY BARENZANO TO BOSA. 

2. ON JULY 7, 1973, BOSA RECEIVED A TELEGRAM FROM SHILF.Y 
LABORATORIES ADVSING THEM OF THE FDA ADVISORY. MRS. 
SANTAMBROGIO INFORMED US THAT ALL THE VALVES LISTED UNDER 
BOSA AND BARENZANO HAVE BEEN IMPLANTED AND NONE ARE IN 
STOCK. MRS. SANTAMBROGIO FURTHER STATED THAT NO COMPLAINTS 

AS TO MANUEACTURING OE THE VALVES HAS BEEN RECEIVED FROM ITALIAN 
HOSPITALS. 

FOR ROME 

EMBASSY MAY WISH TO ADVISE ITALIAN GOVERNMENT CONTROL 
AUTHORITIES AS INDICATEDIN PARAGRAPH 4 OF REFTEL AS DEEMED 
APPROPRIATE.FINA 
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